Product datasheet OS RAM 


L 58 W/640 


Basic T8 | Tubular fluorescent lamps 26 mm, with G13 bases 
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Product datasheet 


Technical data 


Circuit diagram 


Logistical Data 


Product code Product description Packaging unit Dimensions (length Volume Gross weight 
(Pieces/Unit) x width x height) 

4008321582607 L 58 W/640 Shipping carton box 1553 mmx151mm 35.88 dm? 6952.00 g 
25 Pieces Sleeves x 153mm 

4050300926780 L 58 W/640 Shipping carton box 1553 mmx151mm 37.29 dm? 6510.00 g 
25 Pieces Sleeves x 159 mm 


The mentioned product code describes the smallest quantity unit which can be ordered. One shipping unit can contain one or 
more single products. When placing an order, for the quantity please enter single or multiples of a shipping unit. 


Disclaimer 


Subject to change without notice. Errors and omission excepted. Always make sure to use the most recent release. 
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